MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 


Section:  24  Township:  10  North  Range:  2  west  CornerlD:  Be  bi  y-17 

Monument  Description  &  Remarks:  Found  3/4”  Rebar,  no  cap,  0.4'  out  of  ground  at  se  comer  of  section. 
Rebar  was  near  waters  edge  of  ditchline  -  may  be  under  water  in  wet  seasons. 

References  on  file  in  the  County  Surveyor’s  Office:  Mike  Mundy  survey  dated  May,  1995. 


A -3/4"  Rebar 

B  -  North  02  degrees  East,  25.66'  from  rebar 
MAG  nail  in  1 1"  Shagbark  Hickory 
C  -  South  06  degrees  East,  17.07'  from  rebar 
MAG  nail  in  Shagbark  Hickory  cluster 
D  -  North  81  degrees  West,  26.32'  from  rebar 
MAG  nail  in  10"  White  Ash 


field 


I,  Kevin  P.  Enright,  Monroe  County  Surveyor,  hereby  certify  that  this  document  was  prepared  under  my 
direction  in  accordance  with  the  provisions  of  Section  36-2-12-1 1  and  the  above  data  is 

given  under  my  hand  and  seal  this  29th  day  of  December,  1997.  ^  . '"•<f  %, 
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Administered  by:  ^urt/eum*  r^eulew 
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